&® Audi A4 Wiring Diagram No. 13/1 


Radiator fan control 700 W or 800 W (4.2 | - Injection Engine) 
= 4.21253 kW engine codes BHF 
From 2003 m. y. 


Main fuse 


A97--0220 


@ on the Battery 


Fuse holder 


12.2005 


&® Audi A4 Wiring Diagram No. 13/1 
@ Instrument panel driver side 

Fuse Colors 

30 A - Green 

25 A - Withe 

20 A - Yellow 

15 A - Blue 

10 A- Red 

7,5 A- Brown 

5 A- Beige 


(a) Note: 


@ Fuse in fusebox from 23 onwards are numbered 223 onwards in Current Flow Diagram. 


Coupling station with threaded connection 


@ in the electronics box, plenum chamber 


3 - 17-Pin Connector, red (T17d) 
6 - 17-Pin Connector, white (T17e) 
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&® Audi A4 Wiring Diagram No. 13/1 


Connector station A-pillar 


@ behind side'trim;teft 


14 - 10-Pin Connector, grey (T10d) 
4-Pin Relay Carrier 


@ In electronics box, plenum chamber 
3 - Motronic Engine Control Module (ECM) Power Supply Relay (J271) 
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&® Audi A4 Wiring Diagram No. 13/1 


4-Pin Relay Carrier with threaded connection 


@ Instrument panel driver side 


E - Fuse for radiator after-run (S214) 
G - Coolant Fan Fuse (S42) 
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&® Audi A4 


Wiring Diagram 
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No. 13/2 


Radiator fan control 


A 
J220 
J271 
J293 
s4 
$42 
S388 
T2p 
Téo 
T10d 
Ti7d 
Ti7e 


Battery 
Motronic Engine Control Module (ECM) 

Motronic Engine Control Module (ECM) Power Supply Relay 
Coolant FC (Fan Control) Control Module 

Fuse in fuse holder/relay panel 

Coolant Fan Fuse 

Fuse Strip 

Double Connector, on Coolant FC (Fan Control) Control Module 
6-Pin Connector, on Coolant FC (Fan Control) Control Module 
10-Pin Connector, grey, connector station A-pillar, left 

17-Pin Connector, red, connector station E-box, plenum chamber 
17-Pin Connector, white, connector station E-box, plenum chamber 
Coolant Fan 


) Ground connection, in battery box 


) Ground connection, on front apron 


Threaded connection -1- (30), on the relay plate 


) Plus connection (30), in engine compartment wiring hamess 


Fan 1,400 W 
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&® Audi A4 


Wiring Diagram 
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white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


J220 
J671 
$214 
T20 


T4y 
T6n 
110d 
T17d 
V35 
V177 


( 26 ) 


Radiator fan control 


Motronic Engine Control Module (ECM) 
Coolant FC (Fan Control) Control Module 2 

Fuse for radiator after-run 

Double Connector, on Coolant FC (Fan Control) Control Module 
2 

4-Pin Connector, black, engine compartment 

6-Pin Connector, on Coolant FC (Fan Control) Control Module 2 
10-Pin Connector, grey, connector station A-pillar, left 

17-Pin Connector, red, connector station E-box, plenum chamber 
Right Coolant Fan 

Coolant Fan -2- 


Ground connection, on front apron 


Suction Fan, 300 W 
Auxiliary Coolant Fan, 100 W, with trailer socket only 
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